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V\ i mo  ru  i,” 

Ontario 
I 3th  May  19X4. 

Dear  Sir, 

I  understand  that  until  quite  recently  Graduates  of  % 
t.  ni 3  College  were  admitted  to  the  third  Year  of  Civil  and 
Mechanical  Engineering  at  Toronto  Universi ty>on  the  same 
lines  as  they  are  admitted  to  McGill,  but  that  owing  to  a  few 

individuals  not  having  come  up  to  the  desired  standard  in 

through 

their  Third  Year, probably  *  lach  of  seal,  trie  above  privilege 
nas  not  been  given  so  freely ,latel|i» in  fact  graduates  have 
experienced  difficulty  in  being  recognised  at  all. 

I  would  very  much  appreciate  your  efforts  to 
.reboot ain  for  us  our  former  privilege  tinaaw,  >  ana  would  remi 
you  how  well  recent  graduates  of  this  College  have  done, 
such  for  instance  as:-  G.Blachstoch  and  D.H.Stoiws. 

CUt 

I  fefel  quite  sure  if  they  again  recognised 

/\  ' 

the  standard  of  worh  required  of  the  individual  be 

/% 

maintained;  I  would  tahe  3teps  to  bring  this  point  to  the  notice 

/v 

of  would  be  applicants  for  admission  to  your  University. 


I  am, 


Sir, 

Your^swusdient  Servant, 


X  <?■ 


ft  .  •  K  * 


University  of  Toronto 


Faculty  of  Applied  Science  and  Engineering 


- 


Toronto,  Canada  May  21st  1914. 


Dr.  H.  A.  Ealconer, 

President,  University  of  Toronto* 

Dear  Mr.  President:- 

Regarding  the  enclosed  letter  from  Colonel  Carleton 
of  the  R.  M.  C*  I  beg  to  state  that  the  Council  has  acceded 
to  Colonel  Carleton9 s  request  and  will  in  the  future  until 
further  notice,  admit  graduates  to  the  third  year  in  the 
departments  of  Civil  Engineering,  Mechanical  Engineering  and 
Electrical  Engineering. 

I  have  made  a  copy  of  the  Colonel's  letter  which 
we  are  preserving  for  our  records  here* 

Yours  truly, 


Secretary. 
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May  22nd,  1914 

Colonel  Carleton, 

Royal  Military  College, 

Kingston. 

Dear  Sir: 

I  referred  to  tne  Dean  of  the  Faculty  of  Add! led  Science 
your  letter  of  May  l3tn  asking  that  tne  status  of  the  graduate  of  the 
Royal  Military  College  should  he  given  irore  remanent  and  fnifom 
recognition  than  at  present.  I  arr  glad  to  say  that  tne  Dean  inlorrrs 
rr e  that  after  consideration  the  Counci]  have  acceded  to  your  reauest 
and  will  in  future  until  further  notice  adrrit  graduates  to  the  third 
year  in  tne  departments  of  Civil  Engineering,  Mechanical  and  Electrical 
Engineering.  I  hope  that  this  accords  with  your  desire. 

Yours  sincereily, 


President 


26th  May  1914* 


Dear  sir* 

Very  maoy  thaifcs  for  your  letter  of  the 
2^nd  instant,  informing  me  ef  the  decision  #f  yeur 
University  to  admit  our  graduates  until  further 
notice  to  the  third  year  in  the  department  of  Civil 


Engineering,  Mechanical  &  Elect  rloal  Engineering* 

This  exactly  accords  with  my  wishes  on  the 

subject* 


yours  sincerely* 


Pfof.  R*w* Falconer* 
President* 

Toronto  University* 
Toronto. 
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